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DECLARATION OF CONFORMITY N° 04070601 
Manufacturer 
Address 


Products Name: 
Product Type CB hand portable transceiver 
The product above described is in conformity with the following Specifications based on sample testing: 


Edition 


or date of issue 


a el 


EN 60950-1 
lectromagnetic compatibility and Radio spectrum Matters (ERM); 
lectroMagnetic Compatibility (EMC) standard for radio equipment | 
nd services; Part 13: Specific conditions for Citizens' Band (CB) 


EN 301 489-1 


lectromagnetic compatibility and Radio pectin Matters (ERM); 
and Mobile Service; Double Side Band (DSB) and/or Single Side | 
and (SSB) Amplitude modulated Citizen's Band radio Equipment; | 
art 2: Harmonized EN covering essential requirements under 
rticle 3.2 Of R&TTE Directive smn 
lectromagnetic compatibility and Radio spectrum Matters (ERM); 
ngle-modulated Citizens Band radio equipment (CEPT PR 27 


adio Equipment); Part 2: Harmonized EN covering essential 


“EN 300 433-2 


EN 300 135-2 


Germany BAPT 222 ZV 104 

Greece: T/R 20-02 

Irland: S.I. No 436 of 1998. WIRELESS TELEGRAPHY ACT, 1926 (SECTION3) (EXEMPTION OF 
CITIZENS' BAND (CB) RADIOS) ORDER, 1998 

Italy: DM 08/07/2002 note 49A, 49B, 49C, 49D, 49E, 49G 

Spain: "Resolución de 18 de noviembre de 2002 de la 

United Kingdom: UK-RA-MPT 1382/MPT1320; UK-R&TTE -S.IL. 2000:730 


The tested sample fulfils the requirements specified above, on the basis of the test results and their 
evaluation. 

The product herewith complies with the essential requirements of EC Drective 99/05/EC, 89/336/EEC, 
92/31/EEC, 93/68/EEC, 73/23/EEC, 93/97/EEC. Reference to any marking or other indication (e.g. on the 
product) is exhibited in attachment to this declaration. 


Reggio Emilia, 06/07/04 
CTE International srl 


A ify, Ty rance Manager 
Pete 


This document is owned by Cte International srl. It is forbidden to reproduce or diffuse it without the authorisation of the Quality 
Assurance Manager of CTE International srl. 


